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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 139624 

11 

ORIGIN EUR- 12 

INFO OCT-OI ISO-00 EPA-04 FEA-01 ACDA-10 CEQ-OI CIAE-00 
DOTE-00 HEW-06 HUD-02 INR-07 INT-05 L-03 NSAE-00 

NSC-05 NSF-02 OIC-02 PA-02 PM-03 PRS-01 SAJ-OI OES-05 

SP-02 SS-I5 TRSE-OO USIA-I5 /I05 R 

DRAFTED BY EUR/RPM:ECAMPBELL 
APPROVED BY RUR/RPMDTRLLFRN 
EPA:FAHARRIS 

04III6 

R 140034Z JUN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 

UNCLAS STATE 139624 

E.O. 1 1652: N/A 
TAGS: CCMS, ENRG 

SUBJECT: CCMS: GEOTHERMAL NON-ELECTRICAL USES MEETING, 
PARIS, JUNE 25, 1975 - TRAVEL OF F.A.HARRIS 

REF: STATE 133 193 

1 . F.A. HARRIS, SPECIAL ASSISTANT TO THE EPA ADMINISTRATOR 
FOR CCMS, WILL ALSO BE DELEGATE TO SUBJECT MEETING. 

2. HARRIS ARRIVING PARIS MONDAY JUNE 23, 

(EXACT FLIGHT NOT YET KNOWN) AND WOULD LIKE RESERVATIONS 
AT ONE OF FOLLOWING HOTELS, IN ORDER OF PREFERENCE: 

HOTEL DE CHEVREUSE 
3 , RUE DE CHEVREUSE 
PARIS 6 
TEL-326-93-16 
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HOTEL DE ST ANDRE DES ARTS 
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66, RUE ST ANDRE DES ARTS 

PARIS 6 

TEL-326-96-L6 

HOTEL MICHELET-ODEON 
6, PLACE DE L'ODEON 
PARIS 6 
TEL-326-79-00 

3. EXPECTED DEPARTURE IS FRIDAY, JUNE 26. HARRIS REQUESTS 
GRAND LIT (RESERVE DOUBLE W/BATH, IF NECESSARY), SINCE HE 
IS 2 METERS AND 100 KILOS. KISSINGER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: GEOTHERMAL ENERGY, MEETINGS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 39624 

Document Source: CORE 

Document Unique ID: 00 

Drafter: ECAMPBELL 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750208-0102 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750649/aaaabrym.tel 

Line Count: 73 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 133193 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 MAR 2003 by PhilliR0>; APPROVED <13 FEB 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS: GEOTHERMAL NON-ELECTRICAL USES MEETING, - PARIS, JUNE 25, 1975 - TRAVEL OF F.A.HARRIS 
TAGS: ENRG, CCMS 
To: PARIS 
Type: TE 
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